1269—VISTA OF THE MAJESTIC 
GRAND TETON (ELEVATION 13,747 FEET) 
FROM THE GRAND TETON NATIONAL PARK 


SANBORN SOUVENIR CO., DENVER. COLO 
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1IH2S35 







